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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 12279 151958Z 
10 

ACTION ARA-10 

INFO OCT-01 EB-07 ISO-OO /018W 

079760 

R 151824Z OCT 76 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5191 

UNCLAS CARACAS 12279 

PASS TO OED/MEPD AND OIM 

E.O. 11652: N/A 
TAGS: BENC, VE 

SUBJECT: MAJOR PROJECT: WATER RESOURCES 

1 . PROJECT NAME: ELECTROMECHANICAL EQUIPMENT FOR 
PAO RIVER DAM, INSTITUTO NACIONAL DE OBRAS 
SANIT ARIAS PUBLIC BID 27-76. 

2. BRIEF DESCRIPTION: DESIGN. ENGINEERING, SUPPLY AND 
INSTALLATION OF SIX MOTORIZED HORIZONTAL PUMPS EACH 
CAPABLE OF PUMPING 2000 LITERS/SECOND, 400 METERS 
HEAD. THE PUMPS MUST BE ABLE TO WORK IN PARALLEL. 

IN ADDITION TO THE PUMPS, THE WINNING FIRM 
MUST SUPPLY TRANSFORMERS, CONTROL PANELS, 

MOTORS, CABLES, ETC. NEEDED FOR THE PROPER 
FUNCTIONING OF THE PUMP STATION. 

3. EXECUTING AGENCY: INSTITUTO NACIONAL DE OBRAS 
SANIT ARIAS; EDIFICIO LA PAZ; AVENIDA ANDRES 
BELLO, PISO 7; CARACAS, VENEZUELA. 

4. ANTICIPATED BID DATES: FIRMS CAN PREQUALIFY 
UNTIL 1000 HOURS (VENEZUELAN TIME) 31 JANUARY 
1977 BY SENDING LETTER OF INTENT EXPRESSING 
INTEREST IN PARTICIPATING IN THIS BID. FIRMS 
WHICH PREQUALIFY WILL BE SO ADVISED ON 14 
FEBRUARY 1977. QUOTATIONS WILL BE ACCEPTED 
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BE IN OPERATION BY JUNE 1978. 

5. ESTIMATED PROJECT COST/FOREIGN CONTENT: N.A. 

6. COMPETITIVE FACTORS: THE UNIVERSITY OF SIMON 
BOLIVAR WILL INSPECT ALL PHASES OF THIS PROJECT. 

COST ESCALATION WILL BE ALLOWED IN THE CONTRACT, NOT 
TO EXCEED FIFTEEN PERCENT. NOTE THAT THIS REPORT 
BASED ON RECENT NEWSPAPER ANNOUNCEMENT REGARDING 
A TOTAL OF EIGHT WATER RESOURCE PROJECTS INVOLVING 
DAMS, WATER INTAKES, CANALS, TUNNELS, PUMPS AND 
STORAGE. EMBASSY WILL ATTEMPT TO DISCUSS FURTHER 
WITH INOS SHORTLY. 

VAKY 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 OCT 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CARACA12279 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760389-0241 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 049/aaaabqbi. tel 

Line Count: 75 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 MAY 2004 by DuboseBM>; APPROVED <21 DEC 2004 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: WATER RESOURCES 
TAGS: BENC, VE 
To: COM 
Type: TE 
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